Mr.   Kennedy stated  that he discussed the roof   conditions
with Mr.   Sweeney and  informed  him  that  he  was   jeopardizing
the safety of  the miners  by not roof  bolting   the  pillars.     He
stated  that  Mr.   Sweeney  informed  him  that since  the  mine was
a  "small  truck mine"   they could  "get  by  with   just  about  any-
thing"   (Tr.   174-182).

Jerry Kennedy testified that he is currently unemployed
and has 11 years of mining experience. He stated that he is
not related to the complainant and that he was employed by
the respondent from August 13, 1984 to August 23, 1984, as a
second shift scoop operator and timber man, and he confirmed
that shift foreman Hubert Sweeney was his supervisor.

Mr.   Kennedy  stated  that  during  his  employment  with  the
respondent he  was  engaged in pillar work  and he  indicated
that after  the pillar was  "timbered up"   the  continuous-mining
machine  would go  in  and cut  the pillar  split  until   it  was
mined through to the  end.     As   the  timber  man  he  would  be  in
and out of  the pillar while  it being  mined and  at  no  time  did
he  ever  observe roof  bolts  being  installed  in  the  pillar.
Although a  roof  bolter  was on  the section,  he  never  observed
it being  used to  pin the roof.

Mr.   Kennedy stated that  during  his   shift  on  August   23,
1984,   he  overheard Mr.   Sweeney tell Mr.   Earl  Kennedy  that   "if
you can't  do that  I  don't need you  after   this   shift."     He
heard Mr.   Kennedy  reply  "if  you don't  need me  than   you   don't
need me now."     Mr.   Kennedy stated  that he  had  no  idea  what
Mr.  Sweeney and Earl Kennedy were discussing.     He  stated  that
he observed scoop operators  working  under   unsupported  roof
and that  this  was  a  common occurrence on  the  second  shift
during  his  employment at  the mine   (Tr.   184-188).

On cross-examination,  Mr.   Kennedy stated  that  he  first
met Mr.   Earl  Kennedy and Mr.   Collins  when   he went   to  work  for
the respondent.     He  confirmed  that  he  quit his   job  on
August 23,   1984,   because  he drdn't .like the pay  and  the
height  of  the coal.     He  stated  that  he never  complained  about
the roof  conditions  or  the  lack of  roof  bolting.     He also
confirmed that Hubert Sweeney was  married  to  his  cousin   (Tr.
188-198).

Bobby Mullins  testified  that  he   is   employed  by   the
Rocking-R Coal  Company and that he   has  12  years  of  underground
mining  experience.     He confirmed that  he  was  employed by  the
respondent  for   3  weeks  during August,   1984.     He  worked  on  the
first shift  as  a miner  and pinner  helper.     He   stated that

545s  and then we'll  let  you go.
